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Read Me First 


19" and 16" Color Monitors 


This monitor has been designed to function on the systems with which it is shipped. 
Please refer to the User’s Guide included with the monitor for a description of new 
features. 


Desktop systems configured with the GX option (containing a GX Frame Buffer) 
manufactured prior to October 1990 are not intended to support this monitor. 


Deskside systems configured with the GX option (containing a GX Frame Buffer) 
manufactured prior to November 1990 are not intended to support this monitor. 
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